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Message Text 

UNCLASSIFIED 

PAGE 01 BUCHAR 02219 251102Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO AID-05 EB-08 /026 W 

252307Z 099564/75-70 

R 251004Z MAR 77 
FM AMEMBASSY BUCHAREST 
TO SECSTATE WASHDC 2402 
USDOC WASHDC 

UNCLAS BUCHAREST 2219 

FOREIGN DISASTER RELIEF (OFDA) 

EO 11652: NA 
TAGS: SWEL EAID RO 

SUBJECT: EARTHQUAKE MINISTRY OF MACHINE BUILDING LIST OF REPLACEMENT 
EQUIPMENT AND PARTS 

1 . MINISTRY OF MACHINE BUILDING REQUESTED EMBASSY PASS TO BELOW 
LISTED U S COMPANIES INFORMATION TO EFFECT THAT EQUIPMENT OR 
PARTS SUPPLIED BY THESE COMPANIES DAMAGED IN MARCH 4 EARTHQUAKE. 

AS IN CASE OF CORNING GLASS MINISTRY ASKED WE PASS ON ITS REQUEST 
THAT COMPANIES MAKE DONATIONS. 

2. U S COMPANIES TO BE CONTACTED: 

1) HEWLETT-PACKARD - DAMAGE SUFFERED TO ITEMS IN INTREPRINDEREA 
DE MASINI GRELE BUCURESTI (HEAVY MACHINE FACTORY BUCHAREST). 

INTREPRINDEREA VULCAN (VULCAN FACTORY-BUCHAREST), INTREPRINDEREA 
ELECTROPUTERE CRAIOVA (RAILROAD LOCOMOTIVE FACTORY -CRAIO V A) . 

ITEMS DAMAGED INCLUDE MULTIMETER PROBES, OSCILLOSCOPE, WORD 
GENERATOR (HP 8016A), FUNCTION GENERATOR (HP3311A), DATA 
COLLECTION SYSTEM (HP2000 MODEL 48) , ETC. 

2) TEKTRONIX - DAMAGE SUFFERED TO ITEMS IN INTREPRINDEREA DE 
MASINI GRELE BUCURESTI, INTREPRINDEREA 23 AUGUST BUCURESTI 
("23 AUGUST" WORKS BUCHAREST), INTREPRINDEREA ELECTROPUTERE 
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CRAIOVA. ITEMS DAMAGED INCLUDE PORTABLE OSCILLOSCOPES, PROBE 
TYPE ADAPTERS, POWER CABLE ADAPTERS, DIGITAL MULTIMETER, 

AMPLIFIER, SPECTRAL ANALYZER, PHOTO CAMERA (C27), CURRENT 
PROBES (TYPES P 6012 AND CT 5), OSCILLOSCOPE TUBE. 

3) JOHN FLUKE MFR CO - DAMAGE SUFFERED TO FOLLOWING ITEMS IN 
INTREPRINDEREA DE MASINI GRELE BUCURESTI: DIGITAL MULTIMETER 
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WITH ACCESSORIES, UNIVERSAL COUNTER TIMER. 

4) SERVOTEK PRODUCTS CO - DAMAGE SUFFERED TO 7 TACHODINAMOS 
IN IMGB. 

5) COMPUTER-LINK CORP. - DAMAGE SUFFERED TO FOLLOWING ITEMS 

IN VULCAN FACTORY: MD 25 DISC INSPECTOR, MAGNETIC TAPE CLEANER. 

6) CHATILLON, JOHN AND SONS, INC. - DAMAGE SUFFERED TO FOL- 
LOWING ITEMS IN VULCAN FACTORY: 16 DYNAMOMETERS SCALES AND ABSORP- 
TION. 

7) ACCO-WILSON INSTRUMENT DIV. - DAMAGED SUFFERED TO FOLLOWING 
ITEMS IN VULCAN FACTORY: ACCO PORTABLE ROCKWELL HARDNESS TESTER 
FOR MILLED SHEETS, ACCO PORTABLE RTNET.L HARDNESS TESTER FOR MILLED 
SHEETS, HYDRAULIC BRINELL HARDNESS TESTER TYPE KDR-10, SPECIAL 
ROCKWELL MOTORIZED TESTER WITH DIGITAL READOUT MODEL "DT", 

2 PCS. MODEL "MO" FOR MICROHARDNESS TESTING TUKON. 

8) GENERAL ELECTRIC - DAMAGE SUFFERED TO FOLLOWING ITEMS IN 
VULCAN FACTORY: "DIMOTROL" - STATIONARY SOURCE, DIRECT-CURRENT 
MOTORS TYPE C 28 L/PVA/B3, AND IN ELECTROPUTERE CRAIOVA: 

ONE- JUNCTION TRANSISTOR. 

9) EATON YALE - DAMAGE SUFFERED TO 40 PCS. YALE PUL-LIFT 
IN VULCAN FACTORY. 

10) CURTIN MATHESON SCIENTIFIC INC. - DAMAGE SUFFERED TO FOL- 
LOWING ITEMS IN VULCAN FACTORY: VARIOUS TYPES OF THERMOMETERS, 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 BUCHAR 02219 251102Z 

MANOMETERS, PH-METERS, CALCIUM ION ACTIVITY ELECTRODE KIT MODEL 
92-20, ETC. 

11) VICKERS - DAMAGE SUFFERED TO 12 PCS IN HYDRAULIC PUMPS 
IN VULCAN FACTORY. 

12) MSA RESEARCH CORP. (MINE SAFETY APPLIANCE CO.) - DAMA- 
GE SUFFERED TO 6 PCS. CO DETECTORS TYPE ALARM 701. 

13) CONTROL DATA CORPORATION - DAMAGE SUFFERED TO FOLLOWING 
ITEMS IN VULCAN FACTORY: MD25 READ/WRITE TEST BOARD, MD25 
ACCESS BOARD, TYPE 405 CARD READER, DRIVE UNITS, MD25 DISC PACKS. 

14) ITT - DAMAGE SUFFERED TO FOLLOWING ITEMS IN ""23 AUGUST" 

WORKS BUCHAREST AND "ELECTROPUTERE" WORKS CRAIOVA: 

LEAKAGE PICK-UP, OPERATIONAL AMPLIFYING INTEGRATED CIRCUITS, 
LUMINISCENT DIODES, ELECTRONIC TUBES. 

15) WELD TOOLING CORP - DAMAGE SUFFERED TO FOLLOWING ITEMS IN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


BULCAN FACTORY: DRIVE UNITS, CARRIAGES, WELD WEAVERS WITH 
PENDULUM. 

16) JOHNS-MANVILLE - DAMAGE SUFFERED TO FOLLOWING ITEMS IN 
23 AUGUST WORKS: WEDGE BRICK, BRICK, INSULATING LAYERS, INSULA- 
TING SLABS, FUNCTION GENERATOR, OSCILLOSCOPE. 

(17) TELETYPE CORP - DAMAGE SUFFERED TO KSR 35 TYPEWRITER IN 
VULCAN FACTORY. 

(18) COLUMBIA ELECTRIC MFG CO - DAMAGE SUFFERED TO CLAMP-ON 
TONG TESTAMMETERS IN VULCAN FACTORY. 

(19) AIRCO WELDING PRODUCTS - DAMAGE SUFFERED TO WIRE FEEDERS 
IN VULCAN FACTORY. 

(20) CELESCO INDUSTRIES INC - DAMAGE SUFFERED TO COLD WIRE 
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FEEDER IN VULCAN FACTORY. 

(21) IBM - DAMAGE SUFFERED TO 2400 FT MAGNETIC TAPE IN VULCAN 
FACTORY. 

(22) ECONOSPECT CORP DAMAGE SUFFERED TO PARTICLE TESTING 
EQUIPMENT IN VULCAN FACTORY. 

(23) DOVER CORPORATION - DAMAGE SUFFERED TO SMOKE COLLECTOR 
IN VULCAN FACTORY. 

(24) HONEYWELL - DAMAGE SUFFERED TO FOLLOWING ITEMS IN 

23 AUGUST WORKS - BUCHAREST, "F.LEC.TROPUTF.RF," WORKS - CRAIOVA, 
AND CAR FACTORY - PITESTI: CIRCUIT BREAKERS, SSK COMPUTER KEYS, 
TEMPERATURE MEASURING INSTRUMENT, CONTROL AND SIGNALLING UNIT, 
ELECTRONIC TUBES FOR FLAME DETECTORS. 

(25) DEVILBISS CO - DAMAGE SUFFERED TO FOLLOWING ITEMS IN 

23 AUGUST WORKS - BUCHAREST: ELECTRONIC TUBES, ZENER DIODES. 
TRANSISTORS. 

(26) ALNOR INSTRUMENT CO - DAMAGE SUFFERED TO DEW POINTERS IN 
CAR FACTORY - PITESTI. 

(27) RACINE CO - DAMAGE SUFFERED TO FOLLOWING ITEMS IN CAR 
FACTORY - PITESTI: PUMPS FOR MILLING MACHINES, PUMPS FOR 
GRINDING MACHINES. 

(28) GLO-QUARTZ ELECTRIC HEATER CO INC - DAMAGE SUFFERED TO 
QUARTZ INFRARED LAMP IN CAR FACTORY PITESTI. 
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(29) BARON-BLAKESLEE - DAMAGE SUFFERED TO HEATING ELEMENTS IN 
CAR FACTORY - PITESTI. 

(30) SENSOR TECHNOLOGY CO - DAMAGE SUFFERED TO FOLLOWING ITEMS 
IN THE CAR FACTORY - PITESTI: SOLER CEL , SPINDLE ASSEY ELECTRIC 
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DRILL, INTEGRATED CIRCUIT, INFRARED LIGHT DIODE. 

(31) WERTRONIX CORP - DAMAGE SUFFERED TO SERVO-ENGINE IN 
CAR FACTORY - PITESTI. 

(32) PESEK ENGINEERING AND MFG CO - DAMAGE SUFFERED TO 
FOLLOWING ITEMS IN CAR FACTORY - PITESTI: TITANUM HEATER, 
TEMPERATURE INDICATOR, PH-METER. 

3. OF FACTORIES MENTIONED ABOVE WHERE DAMAGE TO INSTALLED US 
ORIGIN EQUIPMENT AND PARTS OCCURRED, WE UNDERSTAND THAT MOST 
ARE IN OPERATION AND NEED IS TO REBUILD SPARE PARTS INVENTORIES. 

4. ACTION REQUESTED: SUGGEST USDOC PASS ABOVE INFO TO US 
COMPANIES. AS MENTIONED PREVIOUSLY, ITEMS SHOULD NOT BE SENT 
ON OPEN ACCOUNT BASIS UNLESS SENDING COMPANY DOES NOT EXPECT 

BE REIMBURSED. REQUEST CONTENTS THIS CABLE BE PASSED TO ROSENTHAL 
OF U S-ROMANIAN ECONOMIC COUNCIL. 

BARNES 


UNCLASSIFIED 


NNN 
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